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VM Interactive System stabilising 


Last week the VM service was supported on the new 
processor (IBM 3032 MP) ail week. While system 
response for most user was within the performance goal*} 
of the vm Service and the system itself regained up all 
wee k, individual users are still experiencing locked up 
terminals. This problem its being caused by a hardware 
error in the COMTES communications controller which 
connects terminals to the VM c onc e ter . COMTEK e ngineers 
are trying to fix the problems. 
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